PUB. 8Y HOTEL WILL ROGERS. CLAREMORE. OKLA. 


UNITED STATES INDIAN HOSPITAL 

The Government’s only hospital serving those of the o 
Five Civilized Tribes. Built at a cost of $300,000.00. 
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